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SAC, Albany 
WNBirector, FBI (100-3^8086) 



November 23, 19^6 
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COMMUNIST INDEX 




Tolsbn _ 
Nichols _ 
Boardman 
Belmont _ 
^^ohr __ 
Parsons _ 

Hosen '. 

Famm . _. 

Protter ^ 
Mease —_ 



Vinterrowd . 
Pele. Room 
■loUoman _ 
landy I 



ReSAC Letter 56-56. (L) dated October 30, 
1956\ containing instructions with regard to the 
reconstruction of the Communist Index. 



i 



In the pasty field offioe files have' been 
stamped '^CI" on the front cover to: designate those 
'subjects of main case files on whom Comrcunist Index 
cards existed. In order that file covers can definitely 
reflect those cases in which a Communist Index card is 
prepared under existing, instructions set out in 
referenced SAC Letter ^ you should^aTzr-a-ng-e^to have the 
main case files stajripjed-^wrtft'^fhe letters -^ECI." 



locally* 



Stamps for this purpose should be purchased 



2 - Albuquerque 
2 - Anchorage 
2 - Atlanta 
2 - Baltimore 
2 - Birmingham- 
2 - Boston 
2 -Buffalo 
2 - Butte 
2 - Charlotte 
2 - Chicago 
2 - Cincinnati 
2 - Cleveland 
2 - Dallas 
2 - Denver 
2 - Detroit. 
2 ^ El Pa:so 
2 - Honolulu 
, 2 - Houston 
2 - Indianapolis 
2 - Kansas City 
2 - Knoxville 
2 - Little Boch 
2 - Los Angeles 
2 --Louisville 
2 - Memphis . 
^- Miami 



2 - Milwauke e 
^S"*^ 'M ihneapo 1 is 
2 -" Mobile. 
2 - Newark 
2 - New Haven 
2 - New Orleans 
2 - New York 
2 - Norfolk 
2 - Oklahoma City 
2 - Omaha 
2 - Phi lade Iphi 
2 - Phoenix, 
2 - Pittsburgh 
2 - Portland 
2 - Bichmond 
2 - St. Louis 
2\- Salt Lake City 
2 '-San Antonio 
2 - San Diego 
2 ~ San Francisco 
2 ^ San Juan 
2 - Savannah 
2 - Seattle 
2 - Springfield 
2 - Washington Field 
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STANDARD FORM NO. 64 



( 



\j 



Office Mefmandum • 



TO J Director, FBI (100-3^8086) 



SAC, Minneafifilia, (100-00) 

«mwi\ 



f 



UNITED STATES GOVERNMENT 



DATE: January 2, 1957 




SUBJECT: 




Pursuant to instructions in Paragraph C, SAC Letter 56-56, the Bure^% 
is advised that the Comnunist Index of the Minneapolis Office has been altered 
and is now current as directed by referenced SAC Letter. 

2 - Bureau (RM) 

1-MP 
ACMdm 

(3) 
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STANDARD FORM NO. 64 



Office A/LemoranduM • united state^government 




SUBJECT: 



DIRECTOR, FBI (100-358086) 



SAC, MINNEAPOLIS (100-11657) 



SEcmuax. investigations of individuals 

COMMUNIST INDEX 
INTERNAL SECURITY - C 



DATE: 10/20/58 



Rebulet to Albany, dated "10/2/58, and Minneapolis let to 
Bureau, dated 4/16/57, captioned, "SOVIET INTELLIGENCE 
SERVICES - COMMUNIST PARTY ASSISTANCE." 



[gra 



The Minneapolis Office vri 11 discontinue program as set 
forth in referenced letter to the Bureau and will proceed 
-Tyith-4;he__program as set forth in referenced bureau letter, 
dated 10/2758T~^ 



f 2 ,'- Bureau 
2f - Minneapolis 

1 - 65-801-SN 
AEJ:pal 
(4) 
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STANDARD FORM NO. 64 



Ojfice NlemWandum • united st^es government 

TO : DIRECTOR, FBI (100-358086) date: 10/2(D/58 




m^^^^'- SAC, MINNEAPOLIS (100-11657) 

^ SUBJECT: ^^ T^ SECURITY. INVESTIGATIONS OF INDIVIDUALS 
COMMUNIST INDEX„. 
INTERNAL SECURITY - C 



Rebulet, 10/2/58 • 

Unless advised to the contrary, this office will consider 
all cases currently on the Communist Index under the above 
captioned program even though the subject may have been a 
member of the Socialist Workers Party and/or Nation of 
Islam or aqplinter group. 




g^^ Bureau 

1 - Minneapolis 

AEJcpal 

(3) 



?C/ 



^ ^^ 
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REC- 65 



f ^ miimKm. Ia^ 






Mijin. ■ ^''' 



.^i:<i^!^' "■ 



\'^ 



m^ 'JF(\ 




STANDARD FORM NO. 64 



Office MefMrandum . 



S 




UNITED STATES GOVERNMENT 
Director, FBI (100-358086) date; January 13, 1959 



FROM : SAC, Minneapolis (100-11657) 



a 



SUBJECT: ^SECURITY INVESTIGATIONS OF INDIVIDUALS 
COMMUNIST INDEX 
IS - C 



ReBulet dated October 2, 1958. 

The following statistics are being submitted in compliance 
with program Ket forth in relet: 

Nximber on Communist Index at beginning of program: 313 

Number on Communist Index to date: 306 

Number removed from Communist Index during period: 7 



] 




Number of informants or potential informants developed: 

Number of subjects placed on Security Index as result 
of this program: 

Number of espionage cases opened: 

Number of subjects found to be employed at key facilities 
or by classified contractors: 

Number of instances where this program turned up subjects 
with delicate or sensitive employments or relationships 
requiring additional dissemination in line with FBI 
over-all security responsibilities: 






REG- 73 




^/-^j 



_/jrjr 



2^- Bureau (RM) 
1 - Minneapolis 

AEJ:sss ^ 

(3) 
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STANDARD FORM NO. 64 



Office Memomndum • united stMes government 

Director, FBI (100-358086) date: April 15, 1959 

SAC, Minneapoli s (100-11657) 
SUBJECT: ^^SECURITY INVESTIGATIONS OF INDIVIDUALS 




lA,^^ ^ O ' DECUR F ar INDEX 



ReBulet dated October 2, 1958, and my letter dated January 
13, 1959, 

Pursuant to Bureau instructions, the follov/ing statistics 
are submitted: 

(1) Number of Communist Index at beginning of program: 313 

(2) Number on Communist Index to date: 253 



(3) Number removed from Communist index during 
period (1/13/59 to 4/15/59) : 53 

(4) Number of informants or potential informants 
developed: 

(5) Number of subjects placed on Security Index as 
result of this program: 

(6) Number of espionage cases opened: 

(7) Number of subjects found to be employed at key 
facilities or by classified contractors: 

(8) Number of instances where this program turned up 
subjects with delicate or sensitive employments 

or relationships requiring additional dissemination 
in line with FBI over-all security responsibilities 
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Bureau (RM) JJX 109 

Minneapolis , 20 APR 20 1959 
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